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Message Text 

CONFIDENTIAL 

PAGE 01 KINSHA 03881 25I327Z 
ACTION AE- 10 

INEO OCT-OI ISO-00 /Oil W 

25I350Z 108001/43 

R25I305Z APR77 
PM AMEMBASSY KINSHASA 
TO AMCONSUL LUBUMBASHI 
INEO SECSTATE WASHDC 3225 

CONPIDENTIAL KINSHASA 3881 

E.O. 1 1652: GDS 12/31/83 
TAGS: EGEN, CG 

SUBJ: INGA-SHABA POWER LINE: KOLWEZI INSTALLATION 
REF: (A) STATE 087348, (B) KINSHASA 3117 

1. CIS DEPUTY PROJECT MANAGER MILLER ADVISED ECON COUNSELOR 
APRIL 23 THAT CIS WILL MAKE DECISION WITHIN NEXT PEW DAYS AS TO 
WHETHER TO RETURN SMALL AMERICAN MAINTENANCE TEAM TO KOLWEZI. 
DECISION WILL BASED UPON RESULTS OP CURRENT MILITARY ACTIONS. 

2. AS REPORTED REP B CIS LEFT 29 ZAIRIAN PERSONNEL IN KOLWEZI 
POR MAINTENANCE OP INSTALLATIONS. 

CUTLER 


CONPIDENTIAL 
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